1764                 STATUTES AT LARGE                        [Ruijxs
Medium-
B lue-green  ............................... ...............  54
Y ello w   . . . . ..... . . . . . ..... . . . . . ...... . . . .. .... . . . . . .... .  6 5
B u ff   . . . . . . ..... . . . . . ..... . . . . . ..... . . . . . . .... . . . . . . .....  6 3
G ra y  . . . . . . . . . . . . . . . . . . . . . ... . . . . . . . . .. . . . . . . . . . . ..  6 1
Dark-
B lu e  . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . .  8
Y ellow   .. ......... ........ ... ......... .. ........ .. .......  50
B ro w n   . . . .. .... . . . . . ..... . . . . . ..... . . . . ..... . . . . . . .....  10
G ra y  . . . . . . . . .. . . . . . . . .. . . . . . . . . . ... . . . . . . . .. . . . . . . . . . . . .  2 5
G re en   . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . .  7
Wood Finishes-
M a p le  . . . . . . . .. . . . . . . . .. . . . . . . . . . ... . . . . . . . .. . . . . . . . . . . . .  4 2
W aln u t  .......... . ......... ......... .. ........ .... ......  16
M ahogany  ....................... ..... .................  12
Item 3. Lyqht and Ventilatio,: Adequate natural or artificial light shall be
provided. Classrooms and study rooms shall have windows on the long side only,
with adequate and properly spaced windows, or any natural lighting as ap-
proved by the National Council on Schoolhouse Construction. Sufficient air and
floor space to meet all the needs of health are provided each pupil.
Adequate ventilation must be provided for all parts of every school building,
and there shall be no room, corridor or hall without an outside window or
door. All windows shall be so constructed that at least one-half of their area
may be opened for ventilation. Window glass surface shall be kept clean at all
times and any broken panes shall be replaced.
All shades, except those used for audio-visual aid programs, shall be light
colored, translucent, and adjustable for proper light.
Public Health Reason: "Eyestrain or eye-fatigue sometimes resulting in irri-
tability, headaches and other disorders, may be due to inadequate or glaring
illumination. Good lighting is, therefore, an important factor in preventing eye-
fatigue and in developing desirable physiological and psychological results."
(From American Recommended Practice of School Lighting.)
It is specified "windows on the long side only", so that neither the instructor
nor the pupils will be facing the glare.
Adequate ventilation is necessary to avoid sluggishness, headaches, inatten-
tion and promote alertness.
Satisfactory Compliance: This item shall be deemed to have been satisfied if:
1. All classrooms and study rooms have a minimum of 15 ft. candles of light
onl all desk tops.
2. Classrooms and study rooms have windows on the long side only, and the
window area is at least 20 per cent of the floor area, or any natural lighting
as approved by the National Council on Schoolhouse Construction.


